A.  I was scared, very scared.

Q.  What were you scared of, afraid of?

A.  Hitting the bottom, actually, when it fell,
then after we locked up solid, and while we were
standing there, one guy popped the top off of it,
and looked up, and we could see the top of the
shaft, it was still a fairly good distance, and
I was scared, being locked there, myself.

Mr. Dowling testified that after he got off the elevator
he made no comments to any of the other miner,s, and since
he did not know Mr. Hogan or Mr. Ventura he did not speak
with them (Tr. 230} .  He returned to work tine next day and
rode the elevator and "it worked fine11 (Tr. 231} .

On cross-examination, Mr. Dowling confirmed that after
he got off the elevator he did not approach mine management,
but he was sure that someone else had informed them as to
what happened (Tr. 233).

Charles W. Cooper, continuous miner operator/ testified
that he worked the 8:00 a.m. to 4:00 p.m. shift at the mine
on December 28, 1982, and he did not enter the mine until
approximately 9:45 a.m. because the elevator was not working
properly (Tr. 238) .  When asked whether anything unusual
happened at the end of his shift, he replied as follows
(Tr. 239-241):

A.  Well, we started up in the elevator,
it came up, oh, a little over half way, and
then the elevator stopped, and when it stopped,
and then it seemed to drop right back down,
it dropped oh, around eight to ten feet, roughly,
and we couldn't judge the distance it fell,
and then the elevator stopped again, and like
locked up, and when it locked up, everybody
jumped down you know, like, you were on a gum
band, just being bounced, and you could feel
the elevator, like shaking up and down,

Q.  Could you see the other people move up and
down, like you just described?

A.  Yes, all of them, the majority of them did.

Q.  Okay.  What else happened, what did the other
employees do now?

A. Everybody was standing dazed like, you know,
looking at each other, and saying what happened,
and stuff like this.

2191 cage, I can't tell you
